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To the Custodian: 


The folloivin^-named persons are entitled to full time for this day: 
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U.S. Mint Service, 

Form No. 181 

U.S. Mint at Philadelphia, 

June 8, 1894 

To the Custodian: 

The following-named person are entitled to full time for this day: 

Bradley 

ONiell 

Barry 

Fisher 

Crawford 

Ritchie 

Craid 

Finderman 

Powell 

Moore 

Absent: Fryer 

At 11:20 O’clock a fire broke out in die sinkers room above Engravers Room. 
Apparently caused by a hot iron in a box of sand in N.W. corner of room. 

E.F. Pitman 

E.F. Pitman, Captain 
1st Relief 



